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ELECTRICAL NETWORK RENOVATION : 

1 — Changing & improving the lighting network 

and making it indirect lighting. 

2 — Installation of a fire alarm network. 

3 — Installation of T.V. earners for the security 

of all the halls and the main entries. 

4 — Installation of an acoustic broadcasting 

network for transmitting any orders or 
information as well as light music in all the 
halls. 

5 — Installation of a video and coloured T.V. 

sets for showing cultural and touristic films 
showing all the monuments of the museum. 

RENOVATION OF THE MAIN ENTRANCE : 

1 — The gardens on either side of the entrance 

have been renovated. 

2 — The main entrance has been renovated to fit 

the touristic position of the museum. 

3 — Rooms were furnished for official visitors; 

the pillars were veneered; the floor of the 
entrance was constructed with ornamenta¬ 
tion of Greek style. 

4 — Two openings were made in the entrance in 

order to widen it to receive the delegations of 
tourists. 

5 — The police office was removed from the 

main entrance and has been established 
beside the subsidiary one to be far from the 
touristic tours. 

6 — Essential services such as : 

— A laboratory for restoration. 

— A small carpentery workshop. 

— A cafeteria and a gift shop selling booklets 
printed by the Egyptian Antiquities Organi¬ 
zation, have been added to the museum. 
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